Mtlbur  ®Ifpatrp 


Evenings  at  8.15  Matinees,  Wednesdays  and  Saturdays  at  2.15 

H.  H.  FRAZEE  Presents 

A PAIR  OF  SIXES 

A FARCE  IN  THREE  ACTS 
By  EDWARD  PEPLE 


Staged  Under  the  Direction  of  Edgar  MacGregor 


CAST 

George  B.  Nettleton Sam  B.  Hardy 

T.  Boggs  John Frank  McIntyre 

(Business  partners) 

Krome,  their  bookkeeper Thos.  F.  O’Hara 

Miss  Sally  Parker,  their  stenographer Elise  Scott 

Thomas  J.  Vanderholt,  their  lawyer Fritz  Williams 

Tony  Toler,  their  salesman George  Lynch 

Mr.  Applegate James  T.  Galloway 

Office  Boy John  Merritt 

Shipping  Clerk Dudley  Hickey 

Mrs.  George  B.  Nettleton Josephine  Park 

Miss  Florence  Cole Oza  Waldrop 

Coddles,  an  English  maid-of-all-work Maude  Eburne 


SCENES 

ACT  I — Offices  of  the  Eureka  Digestive  Pill  Co.,  in  New 

York  City. 

Intermission  of  10  minutes 

ACT  II — Home  of  Mr.  Nettleton.  Two  weeks  later. 
Intermission  of  5 minutes 

ACT  III — Same  as  Act  II.  One  week  later. 


Scenes  by  Dodge  & Castle 
Furniture  from  the  Hampton  Shops 
Remington  Typewriter  used  in  the  First  Act 


EXECUTIVES  FOR  MR.  FRAZEE 

Manager Charles  L.  Hertzman 

Gen.  Press  Representative E.  A.  Weil 

Stage  Manager Geo.  Lynch 


EXIT 


EXIT 


